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PERSONNEL PDA ADMINISTRATIVE 

20 December 1981 " NOTICE 81-8 


ACTING DEPUTY DIRECTOR FOR ADMINISTRATION 


During my absence from the office 22 through 24 December 

: 1 ft 

1981, Mr. William N. Hart is designated as Acting Deputy 
Director for Administration. 



HARIRI E. FTTSTH 
/Deputy Dir^epAor 
for 

Administration 
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